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‘our own Society, wherein is recorded the re-| While John Welch was expiring in London, 
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PUBLISHED WEEKLY. and prelates was proclaimed from every parish} Meanwhile, the father and mother of George 
it tind pulpit. Non-conformists were smarting under|Fox were at great pains to instruct him in 
Price Two Dollars per annum, if paid in advance. Two|the lash of persecution; Raleigh, the soldier,|the Scriptures, to imbue his mind with im- 
dollars and fifty cents, if not paid in advance. sailor, statesman, and poet, was beheaded ; pressions of piety ; nor was their labor in vain 
Laud played the spaniel to the Dake of Buck-|in the Lord. From a child he manifested 
ingham for the See of St. David's ; and the cor-| gravity and purity of spirit. He refused to 
JOHN 8. STOKES, ruption of the court increased the popular|join in the vain sports of others, or to keep 
discontent. The king might be seen spurning |company with the rude or profane. He grieved 
with his foot Legatt, whom he failed to con-|at their wickedness, and was divinely taught 
PHILADELPHIA. vince by argument, or he might be heard in/to walk so as to act faithfully toward God 
conference with a godly minister’s wife toask|and man. The Lord showed him that his 
her husband’s name and the name of her|words should be few and savory, that he 
father. When the good woman said “ My/|should keep to “ yea” and “ nay” in all things; 
busband’s nameis John Welch, and my father’s|and eat and drink for health to the glory of 
: John Knox.” The king exclaimed, ‘Knox|the Creator. Thus the child “grew and 
For “The Friend.” jand Welch! The devil never made such a| waxed strong in spirit,” the grace of God was 
We think the readers of “The Friend” may|match.” To which she replied “We never|apon him, and the words of Christ dwelt 
be interested in a lecture on the life and times|asked his advice.” She entreated that her|richly in him in all wisdom, and became the 
of George Fox, delivered by one not connected | husband be given the benefit of his native air. |law of his spiritual life. 
with Friends; and we might hope that it|“Give him the devil,” said the king, “Give| About this time, Glanvil, whose father dis- 
would incite some of them—especially among|that to your hungry courtiers” replied the|inherited him for his profligacy, was so im- 
the younger—to make themselves familiar)woman. “He may go to Scotland if he will|pressed by the act as to become thoroughly 
with the early history of the Society and the| be subject to the bishops” said James. Spread-|reformed> The younger brother in actual 
biographies of its original members: much is|ing out her apron she said “I’d rather catch | possession, satisfied that the reformation of 
lost by them by neglecting the literature of|his head here.” bis brother was genuine, invited the disin- 
herited and his friends to a feast, placed the 
Title Deeds and Will under a cover before 
him, and, addressing the company, said, “If 
my father had lived to see the happy change 
which we see, he would have left my brother 
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ligious experience and labors of men and wo-|the death of James I. was hastened by intem- 
men who were eminently gifted by the Head|perance, gout, vexation, and, as some affirm) 
of the church, and made instrumental by him|was compassed by the Duke of Buckingham. 
in extending his kingdom and government|For him the characteristic epitaph was writ- 


among men. ten :— the property, and it affords me pleasure to 
The pamphlet is entitled as follows: “ Here lies our mutton-eating king, execute what I know would be my father’s 
The Life and Times of George Fox, a Study for Whose word no man relied on ; will under these circumstances,” thus hand- 


Who never said a foolish thing, 
And never did a wise one.” 


He bequeathed to his son Charles I. a war 
with Spain, a dissatisfied parliament, a dis- 
HIS EARLY DAYS. tracted nation, a corrupt court, a proud and 
In the old town of Leceister is an Abbey,|luxurious prelacy, and the assurance that he 
said to have been founded by Simon de Mont-|should yet “have his bellyful of impeach- 
fort. There might be seen a man whom all|ments,” at the time Righteous Christer Fox 
England and the world worshipped for his|and his wife Mary, at Drayton, in Leceister- 
scholarship, his knowledge of life, his accom-|shire, were rejoicing over the birth of a son, 
modating morality, and his peerless grandeur.| whose name shall be had in everlasting re- 
Breathing his last words into the ear of Sir}membrance. During the infancy of George 
William Kingston, the great Cardinal Wolsey | fox, Charles Stuart inaugurated his reign by 
was heard to say, “ Alas! if I had served God|declaring publicly he would indulge grief for 
as diligently as I have the King he would not|his father only a single day. Buckingham, 
have given me over in my grey hairs.” Then|his favorite, might be seen as “ the first man 
was the supremacy of the English Church|to ride in a coach drawn by six horses,” and 
transferred from the Pope to the Crown,—/Laud “stop’t-up both the king’s ears” with, 
then began the popularappeal from the Church | the list of names for ecclesiastical preferments 
to the Word of God, and then such men as}marked O and P, Orthodox and Puritan, 
Hilton, Bennett, Patmore and Bilney, were|really, Laud’s favorites and opponents. 
seen contending for the sole Headship of} At this time the famous Bedford Tinker, 
Jesus Christ. The more they were perse-|John Bunyan, was born, and treading on his 
cated, the more believers “multiplied and|heels came the profoundest puritan, John 
grew,” under Mary, and under the masculine} Howe, and the most logical and metaphysical 
and intolerant Elizabeth whose word sufficed| John Goodwin. Richard Baxter; as a youth 
to turn 9000 priests from popery to protes-|in his teens, was disgusted with the bustle,/by the nobility for their ambition, and by 
tantism. The passing of the Act of Uni-|pageantry, and profligacy, of court life, and|the common people for their oppression; the 
formity divided public sentiment, and King|turned to study for the ministry ; John Owen|jadges were despised for betraying the laws, 
James I. found a majority of Puritans in the| was preparing for his Oxford M.A. ; and John|and sanctioning the star chamber; and every 
House of Commons. The reign of this pedantic) Milton was reading 5 say Shakespeare and| hour the trouble was increasing. As an illus- 
monarch was signalised “by mean practices.” |Italian poetry, at Horton in Bucks, when\tration, you might have seen the Dean of 


ing over to his brother the deeds and all the 
property. This noble act of brotherly disin- 
terested love was made a great blessing to 
young Matthew Hale, afterwards chief justice 
of England. 

While the parents of George Fox were 
training him up in the nurture and admonition 
of the Lord, and he was becoming confirmed 
in those scriptural principles and practices, 
which made him grieve at the wickedness of 
adults and say “ If ever I become a mansurely 
I shall not do so,” other boys were like John 
Bunyan early learning to swear, and becom- 
ing so wanton in daylight as to be terrified 
with dreams at night, such as made John say 
he “ wished there were no hell, or that he had 
been a devil.” Laud was by this time Arch- 
bishop of Canterbury, and thanked God in 
the council chamber for the sentence to whip, 
crop the ears, and slit the nose of Dr. Leighton. 
He had a similar sentence passed on Prynne, 
Backner, Sparkes and others. He “almost 
choked Chief Justice Richardson with his 
lawn sleeves,” for attempting to suppress the 
drunken revels and the sale of church ales on 
the sabbath day. The bishops became hated 


Young Men, being the substance of a lecture 
by William Knox. 


“T speak to wise men, judge ye what I say.” 


“The Book of Sports was appointed to be| Oliver Cromwell was chosen by his country-|Edinburgh, at Laud’s bidding reading the 
read in churches,” the divine right of kings! men to take a seat in the House of Commons.! Liturgy, when Jenet Geddes threw her stool 
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at his head exclaiming, ‘‘Out thou false thief! 
Dost thou say mass at my lug ?” 

About this time was born one who proved 
a most devoted follower of Christ, a faithful 
friend and fellow-laborer of George Fox, and 
one of England’s greatest and best men Wil- 
liam Penn. 

The taxes of Bristol were forty times as 
great as those of Liverpool, the Scotch had 
sworn to the solemn League and Covenant 


THE FRIEND. 


near the Agency buildings is intended for a| souls when, as an angel of light, he endeavors 
boarding school, exclusively, and has good|to deceive by persuading that we are secure 
accommodations for about seventy scholars. in the assurance of any rest, short of that pre- 
But as soon as practicable we will have to| pared for the people of God, through working 
build another wing for an increasing number,|out our soul’s salvation with fear and trem- 
who, doubtless, will want admission by next|bling before Him. It is related in Pilgrim’s 
winter. Then we want a better supply of|Progress to the effect that Christian and 
water. In digging wells we come to quick-|Faithful tried to awaken some to a sense of 


sands, which give us trouble. There is a 
sprinkling of good water at a sufficient eleva- 


when the relatives of George Fox, instead of|tion to be conducted through pipes, I think, 


educating him for the Episcopal ministry, 
apprenticed him to a shoemaker and wool 
merchant. While tending the flock, he might 
be seen prayerfully studying the scriptures in 
the trunk of some old tree, or impressing 
those with whom he had intercourse with 
such a sense of his fidelity and truthfulness, 
as to occasion the remark, “If George says 
‘verily’ there is no altering him.” He was 
esteemed and loved for his innocence by the 
sober and thoughtful, ridiculed by the rude 
and profane, for his simple plainness; but was 
deeply grieved with the levity and unprofit- 
able speech and conduct of many who made 
a high religious profession. While yet a mere 
youth, he often withdrew from all society, 
and spent hours in prayer and meditation. 
On one occasion while thus engaged he heard 
as from a voice within him, “Thou seest how 
young people go together unto vanity and 
the old unto the earth ; thou must forsake all, 
old and young, and be as a stranger to all.” 
Obedience to this voice he felt to be his im- 
perative duty; and like the great Apostle of 
the Gentiles, when it pleased God to reveal 


to a basin above the tops of our houses, and 
Iam making an examination of the ground 
in order to ascertain the practicability of 
bringing the water from this spring to the 
school house and other buildings, and I am 
also making inquiry about the cost of suitable 
pipe for the purpose. When I am prepared 
with estimates for increasing the size of our 
buildings and obtaining a supply of good 
water, shall I call upon my friends and the 
friends of the Indians to make up a deficiency 
which the Government appropriation will not 
meet ? 

Our schools are to be the great civilizers, 
aye and christianizers of this Indian country. 
It they fail the great question of civilization 
fails and the “ Policy” will become a bye- 
word; but our schools are a success, and 
Indian children are as susceptible of being 
educated as other children are. If we fail the 
fault will not be with the Indians, and—fear- 
ful thought—“ their blood will I require at 
your hands.” 

Our Indians are not only doing well them- 
selves, but they are exerting a decidedly good 


his Son in him, he conferred not with flesh|influence on the wilder tribes of the Plains! 
and blood, but broke off from his former ac-|There may have been isolated cases where 


quaintance and set out on a journey to Lon-|young or irresponsible men have joined with 


don, hoping to find in conversation with the 
most pious persons the consolation he needed. 
“T could have wished,” said this godly youth, 
“T had been born blind that I might never 
have seen the wickedness, or deaf that I might 
never bave heard the wicked words, or the 
Lord’s name blasphemed.” 
(To be continvei.) ~ 


The Indian Policy. 

The following letter is from a well-known 
former resident of Philadelphia, attached to 
the Pennsylvania Hospital, who is now in the 
country of the Comanches and Kiowas, two 
of the most warlike and heretofore untamable 
tribes: 

Wichita Agency, Ind. Territory, ) 
4th mo. 24th, 1873. 

Dear Friend :—Our work progresses steadi- 
ly, and I trust surely. I have never seen a 
more peaceful disposition manifested by the 
Indians of this country than at present, and 
those of our own immediate agency are more 
anxious about their crops, and are, apparently 
—I think really—making more progress than 
I have ever seen among them before. We 


others in doing badly, but these have been 
exceptional cases. 
I am sincerely thy friend, 
[Signed] JONATHAN Ricwarps. 
—Ledger. 


For “The Friend.” 
Barelay’s Life of Jaffray. 


(Continued from page 306.) 


Our busy enemy, ever on the alert to be- 
guile or to destroy, never perhaps more suc- 
cessfully deceives, than by the presentation 
of the plausible argument that the form of 
godliness is sufficient for us without the power 
thereof; and that Christ being not a hard 
master, will accept of wishes instead of deeds; 
of a profession instead of the living practice ; 
or in other words of the form without the life; 
which the Apostle to the Corinthians thus 
reproves: “I will come to you shortly, if the 
Lord will; and will know not the speech of 
them that are puffed up, but the power. For 
the kingdom of God is not in word, but in 
power.” 

In the following selections A. Jaffray speaks 
of such an unholy substitution; of a pharisai- 


are breaking new land in different places for|cal absolution from filthiness and pollution, like 
little settlements of Caddoes and Delawares,|to the house the devil found not only empty, 
and the Indians are fencing and planting it.|but swept and garnished for his sevenfold re- 
The Pennetethka Comanches have shown no|entrance; of searching the scriptures more 
disposition to settle down till this spring.|than in coming unto Him of whom they tes- 
They are now working industriously! The|tify, and in whom alone life is to be found. 

Tawacaroe Chief (Dave) and his sons are| How true it is, that not the ways which 
plowing and preparing their land for planting|seem smooth and easy to flesh and blood are 
corn and seeds that I have furnished them. |the safe ones ; and that preservation only lies 
About 85 or 90 children belonging to this|in the humble, prayerful observance of the 
Agency are now attending school and they|Saviour’s precept: “Watch and pray lest ye 
are generally making good progress. Welenter into temptation.” May we be especially 
have two interesting schools established. One! ware of the presentations of the enemy of our 


their danger who had taken up a rest by the 
way ; but all their efforts were in vain. The 
modern doctrine, at least among us, of imme- 
diate salvation through a simple belief, termed 
faith, which may be stirred up by us and ex- 
ercised at any time, in what Christ has done 
for us without us, belongs to the same shallow 
work of substitution ; and will leave all who 
trust to it on the wrong side of the “Slough 
of Despond” and of the “ Valley of Humilia- 
tion,” which have ever been points of such 
note in the narrow way of the cross to the 
Celestial Crown. 

The Diary thus proceeds: “ Under the date 
of the ‘3rd of Seventh mo. 1661,’ our Author 
speaks of the danger of resting in a form, with- 
out the life and power of godliness; where 
the heart is apprehensive of being emptied of 
filthiness and pollutions, and excellently gar- 
nisbed with all duties, (see Isai. lviii. 2, com- 
pared with Mark vi. 20,) there may be ‘ great 
danger of much disease,’ ‘in setting up duties 
in the place of Christ.’ For, he continues, 
their comforts and peace now flow, for the 
most part, if not wholly, from this frequency 
and diligence in duties; to which they look, 
more than to the life and power in which 
they are done. And so are they satisfied 
with, and apt to contend most for the form, 
and appear to be endeavoring, in their ac- 
tivity, to be saviours to themselves. So loath 
is the enemy of their souls to let them go 
further on, to come to Christ :—as He said 
to the Jews in a similar case, John v. 39, 40, 
‘Search the Scriptures; for in them ye think 
ye have eternal life; and they are they which 
testify of me; and (observe it) ye will not 
come unto me, that ye might have life.’ Life 
is not to be found,—no, not in the Scriptures, 
(which may comprehend all other duties of 
that kind,) though ever so diligently made 
use of; Christ himself must be come to, for that 
which no where else is to be found. It is well 
for those that are thus set to seek, and are 
kept seeking, until they know where to find 
Him,—even in their heart and mouth, Rom. 
x. 8; and thus get grace, to give up them- 
selves closely to wait upon and follow him 
here. Then their out-get will be easy; for 
his ‘ yoke is’ truly ‘easy and his burden light,’ 
when, in this way, we begin to be helped to 
take it upon us. 

When Satan is most busy to assault the be- 
liever, it is, ordinarily, when they have been 
most seeking after, or have attained to any 
nearness in communion with God ; then, they 
may be sure he will make them, if he can, to 
abuse that mercy. And so did I find in my 
experience ; though I can say but little if any 
access that then, or at any time, I ever had; 
yet, blessed be the Lord! for the hope that 
was given to get more; to deprive me of which 
the enemy has been very busy. Oh! by what 
wanderings and diversions, has he been en- 
deavoring to get the heart to its old bias 
again, to pore upon either sinful, vain, or un- 
profitable thoughts; knowing, that life from 
Christ, the Fountain of it, is ordinarily con- 
veyed into the heart, where He is made use 
of for keeping out of these. Then comes He 
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in, (the soul having patiently waited for him,)| ce in India.—One of the greatest luxuries 
like a mighty inundation, with free love over-|in India is American ice, which at the princi- 
running all the banks that formerly stood in|pal ports is received in large quantities and 
bis way, and carrying them all down before|'s freely used. It comes from Boston, and is 
him,—the mountains flow down at his pre-|20 inconsiderable item in the trade with 
sence. Isai. lxiv. 1. O! then, the creature] Bombay and Calcutta. A cargo of ice will 
thinks, its waiting on him well bestowed, and | waste from one third to one half in the passage 
begins to feel its work to be easy; for, what-|to India, by the way of the Cape of Good 
ever were the former apparently insuperable| Hope, but even with this waste it is a profit- 
difficulties, now it sees through and finds an|able shipment. The raw material costs little ; 
out-get from them all. Not as if there were|@ Cargo is very speedily packed in a vessel, 
now any such thing, either promised or ex-}and when it reaches its destination it is sold 
pected, as immunity from assaults, or freedom |at a large advance. The price of ice at Bom- 
from hazard of falling, either into sin or judg-|bay and Calcutta varies from two and a half 
ment for it. No; the heart is now more in|to five cents a pound, according to the supply, 
expectation of the one, and in true fear and|and even at these rates it is accounted as in- 
dread of the other, than ever. For Satan,|dispensable to living asin American cities, and 
who was but angry before, comes now in full|the luxury is inconceivably greater. Owing 
fury to set himself and all his instruments.|to the extreme heat it cannot be sent far into 
Thus in hazard of being mastered, the soul|the country, but in former times it was sent 
was never so on his watch, as now he desires|to the wealthy nabobs and English residents 
to be; knowing, that the very being and pre-|0n the heads of relays of coolies, fifty or sixty 
servation of his life, depends entirely upon his| miles in the course of a night, and it is now 
being near, and keeping close to Christ; who|sent much farther by rail. It is also manu- 
is the Fountain of life, and from whom, as the|factured artificially in the interior at no 
Psalmist says, Ixxxvii. 7; all his springs do|greater expense than its importation. At 
flow. ‘My soul followeth hard after thee,’|Allahabad there is a large establishment 
Psal. lxiii. 8; the soul can now be at no quiet,| Where the manufacture has been successfully 
but as and when it finds its refreshments,|and profitably carried on. If it be a blessing 
every moment flowing out from the streams|in America, where the thermometer some- 
of this, the true Fountain of living waters ; as|times reaches 95° as the extreme heat of the 
the Prophet says, in the name of the Lord,|day, what a boon it must be in the north of 
‘T will water it every moment,’ &c. Isai. xxvii.| India, where for days and nights together the 
3; and see Jer. ii. 12, 13. For now he knows|thermometer does not fall as low as 100°, and 
that he has this Fountain in himself, as ‘a well| where it often reaches in the day 120 and 130 
of water, springing up into everlasting life,’|degrees. But the most of the people in the|healed. ” 

Jobn iv. 14, so he desires never to rest, but to|interior of India never saw ice, and compara-| The following day, as some ladies visiting 
be drawing and drinking ‘abundantly.’ Canti-|tively few know any thing of its use. It is a|the hospital passed by the cots, they handed 


in His right band; and they bowed the knee 
before Him, and mocked Him, saying, Hail, 
King of the Jews! And they spit upon Him, 
and took the reed and smote Him on the head. 

. .. And they crucified Him, and parted 
His garments, casting lots. . . . And sitting 
down, they watched Him there. . . . And 
they that passed by reviled Him, wagging 
their heads. . . . And about the ninth hour 
Jesus cried with a loud voice, saying, My God, 
my God, why hast thou forsaken me?’” 

The voice ceased, and for several minutes 
not a syllable was spoken. The night nurse 
rose from her chair by the fire, and mechani- 
cally handed a cup of barley-water, flavored 
with lemon-juice and sugar, to the lips of both 
sufferers. 

“Thank you, nurse,” said the last speaker. 
“«They gave Him gall for His meat; and in 
His thirst they gave Him vinegar to drink.’” 

“She is talking about Jesus Christ,” said 
the other woman, already beginning to toss 
restlessly from side to side. “But,” added 
she, “ talking about his sufferings can’t mend 
ours—at least not mine.” 

“ But it lightens hers,” said the nurse. 

“I wonder how.” 

“ Hush |” 

And the gentle voice again took up the 
strain : 

“«Surely He hath borne our griefs, and 
carried our sorrows. ... He was wounded 
for our transgressions, He was bruised for 
our iniquities ; the chastisement of our peace 
was upon Him, and with His stripes we are 


cles v. 1. miracle in their ideas.— Prime. to each a few fragrant flowers. 
Some thoughts of this kind, having been ocninettneiiasnetr The gentle voice was heard again: “If 
very sweet to me this morning, I was desir- Comfort in the Dark Hour. God so clothe the grass of the field, which to- 


ing to know of the Lord, what course might} “There never was such an affliction as/day is, and to-morrow is cast into the oven, 
be most suitable and conformable to his blessed |mine,’’ said a poor sufferer, restlessly tossing|shall He not much more clothe you, O ye of 
will, for enabling me, in keeping near and|in her bed in one of the wards of a city hos-|little faith?” 

close to him. My heart did most conclude,|pital. “I don’t think there ever was such a| A few days passed slowly away, when, on 
as follows: With his grace and help, by which|racking pain.” a bright morning, as the sun was rising, the 
alone I stand, to endeavor to keep close to Christ,; ‘ Once,” was faintly uttered from the next| nurse noticed the lips of the sufferer moving, 
the true Light, as he enlightens himself forth | bed. and leaning over her she heard these words: 
in the conscience ; and in his strength tolabor| The first speaker paused for a moment; and|“ Going home! ‘I have fought a good fight. 
to shut and keep out every sinful, vain, un-|then, in a still more impatient tone, resumed |I have finished my course. I have kept the 
profitable thought, so as to get and keep in| her complaint. faith. Henceforth there is laid up for me a 
holy, wholesome, and good thoughts; while} “Nobody knows what I pass through. No-|crown of righteousness, which the Lord, the 
I find the truth of what Paul experienced in|body ever suffered more pain.” righteous Judge, shall give me at that day.’” 
this way, 2 Cor. x. 5, by managing rightly the| “One,” was again whispered from the same| Her eyes closed, and the nurse knew that 
weapons of our Christian warfare, to bring|direction. the hand of death was grasping the cords of 
every thought into subjection and obedience} “I take it you mean yourself, poor soul! |life. A moment more and all was over; the 
to Christ. So likewise, for words and actions, | but—” soul had gone to that city where “there is no 
to endeavor to have a warrant for every one of} “Ol! not myself! not me!” exclaimed the| more death, neither sorrow or crying ; neither 
them ; when to speak, or what to do; when to|other; and her pale face flushed up to the very |shall there be any more pain.”—The Sword 
go abroad, or keep within: in this way to see|temples, as if some wrong had been offered—|and the Trowell. 

and know my Guide,—even He who was my |not to herself, but to another. 
Guide of old, in my youth, when I followed| She spoke with such earnestness that her| Jnsincerity of Speech.—A lady was once ex- 
him in a wilderness, in a land that was not|restless companion lay still for several seconds| pressing great regret that her daughters took 
sown. Jer. ii. 2. And sball I not from this|and gazed intently on her face. The cheeks|no interest in religion. They seemed to bave 
time cry unto him, ‘My Father! thou art the| were now wan and sunken, and the parched |little faith or confidence in any one’s profes- 
Guide of my youth!’ Jer. iii. 4; and shall I|lips were drawn back from the mouth as if in|sions regarding it. This seemed inexplicable 
be as one ‘which forsaketh the Guide of her|pain. Yet there dwelt an extraordinary sweet-|to the mother, “when their early training 
youth, and forgetteth the covenant of her|ness in the clear gray eyes, and a refinement| was considered.” 

God!’ Prov. ii. 17. Thus, may I see and be-|on the placid brow, such as can only be im-| It was not so remarkable to a friend, who 
hold him, so as even to say or do nothing] parted by a heart-acquaintance with Him who|happened to be for a time an inmate of the 
without him, * * * and—may it not be|is “full of grace and truth.” family. A lady called one day, and was re- 
added—by ‘ beholding as in a glass the glory| “O not myself! not me!” she repeated. ceived with the greatest warmth and apparent 
of the Lord,’ be ‘changed into the same image,| There was a short pause, and then the fol-| pleasure. When she proposed going, she was 
from glory to glory, even as by the Spirit of|lowing words, uttered in the same low tone, |urged to remain longer, and many expressions 
the Lord.’ ‘Now the Lord is that Spirit;|slowly and solemnly broke the midnight si-|were used which seemed to imply a great en- 
and where the Spirit of the Lord is, there is| lence of the place: joyment of her company. But no sooner had 





liberty.’ 2 Cor. iii. 17, 18.” “¢And when they had plaited a crown of|she left than the lady’s tone changed entirely. 
(End of the Diary.) thorns, they put it upon His head, and a reed'She criticised her visitor unsparingly, and 
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spoke of her annoyance at the protracted call. 
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And thus, are =~ py a. — stream ; 
There sat the young daughters, listening to| Our days as a shadow, our life as a dream ; 

both conversations. _ No wonder they did not| Bt taugh brief our existence we rapdly and 
have faith in a religion whose very ground- aaa , 

work should be truth. The mother’s example , 

was @ more powerful teacher to them than 
her words. 

We should be especially careful how we 
greet the people our children have heard us 
criticise. We may lose our influence over 
them for all good by a little insincerity. 

“ Did you really think it was pretty, mo- 
ther?” asked a young lady, respecting a piece 
of fancy work the mother had been admiring 
with much enthusiasm ; “or did you only say 
80 ?” 

Never let your children be for a moment in 
doubt on such a point. Oh, these sharp little 
eyes, that watch us so closely! “ What man- 
ner of persons ought we to be” where so much 
is involved for their future ? If we would have 
them hollow and heartless, with no faith in 
their fellow-men, we have but to show a little 
insincerity in our daily life. The lesson will 
take deep root and bear its bitter fruit.— 
Arthur’s Magazine. 


even the canals themselves occasionally get 
choked with the floating herbage, and require 
to be cleared of it. Along these lakes are the 
villages and gardens of the Indians, who bring 
their produce to market in boats. 

It is difficult to imagine a more animated 
scene than that which may be witnessed at 
Las Vegas, where the market-boats make their 
entrance to the capital. Alongside the canal 
there is a public drive, which is, however, only 
frequented by the fashionable at a certain 
season of the year. On any day, however, 
the spectacle at Las Vegas is worth witness- 
ing. It is, in fact, one of the sights of Mexico 
to which all strangers are conducted. The 
boats are laden with fruits and flowers—both 
those of temperate and torrid zones—exhibit- 
ing a variety scarce to be observed elsewhere. 
Along the roads also much produce is brought 
to the city. On almost any of them poor 
laborers may be met coming to the capital in 
scores, each bearing a burden, either upon bis 
head or shoulders, of weight sufficient to break 
the back of a mule. One will be seen with a 
pair of planks several inches in thickness, and 
long enough to reach quite across the road. 
Another will have on his head at least two 
hundred weight of something else; a third 
carries upon his shoulders a crate of chickens 
and turkeys; another brings half-congealed 
snow from near the summit of Popocatepetl ; 
a fifth, charcoal from the pine forests that 
clothe the mountain slopes a little lower down; 
and many others with commodities of other 
different kinds; but all coming from a great 
distance, often spending days in the journey, 
where the value of the article would not pay 
an American for half an hour of his time. 
Mexican Indians have been known to enter 
their capital city with a fruit crate on their 
shoulders which they had carried nearly 
twenty miles, the contents of which when 
sold, did not yield fifty cents— Late Paper. 




















































Where each drop is numbered, and naught can erase 
The smallest that e’er had a name or a place 

On the annals of Time, that have lived, that have died 
Unchronicled here, unrecorded beside. 


Where all have been gathered, the whole race of man 
Since Time’s mighty bosom its heavings began ; 
Yes—all, save the few that the Earth may still claim, 
Their destiny changeless, their state still the same. 


And this then is Life! yet how joyous its guise, — 
With its far stretching shadows, its soft tinted skies, 
Its brilliant delusions, its hopes of a day, 

Which, with its possessor, the next bears away. 


And e’en in its beauty, when calm and serene, 

When scarce o’er its bosom, a ripple is seen, 

The thick clouds oft gather, and winds wake to sweep 
With storm and with tempest, the face of the deep.; 


And when all is so calm, that nought whispers beware, 
Yet the rock, and the shoal, and the quicksands are 


there, 
And whirlpools thick scattered, which silently lure 
The thoughtless, the trusting, the blindly secure. 


But is there no hand to rule over the wave ? 

To shield from its storm, from its perils to save? 
For man is but dust, and his efforts are frail, 
And against him the waters will surely prevail. 





Selected. 
THE WAVES. 
I looked, and an ocean wave rushed to the shore; 
And white was its foam-crest, and deep was its roar; 
But scarce had it gained its full grandeur complete, 
Ere it burst into atoms, and sank at my feet. 


Yes, there is a Pilot whose way is the deep, 

Whose ear has no deafness, whose eye knows no sleep, 
Who speaks, and the whirlwind is hushed at His will, 
Who commands, and the waves at His bidding are still. 


Who calls, and the Ocean’s broad bosom is stirred— 
To its uttermost bounds that deep accent is heard ; 
And though small be the voice, yet impressive and clear 
That the deaf ear is opened, the distant may hear. 


I looked, and another was there in its stead, 

As lofty its bearing, as haughty its head, 

With voice as tremendous, in aspect as grand, 
But soon, like the other, it broke on the strand. 


Again, I looked over the fathomless deep, 

Where the ocean seemed rocking her wavelets to sleep ; 
But restless, and changeful, the mighty to be, 

Were still borne along by the swell of the sea. 


And the voice is a father’s persuasive in tone, 
Who would seek from destruction to rescue a son; 
Who feels for his weakness, and calls him to wear 
A yoke that is light, and is easy to bear. 

And each as it rose, ere it broke on the shore, 

When proudest in form, and when loudest in roar, 
Seemed to utter this language, “ Whoe’er was like me? 
Truly, I am a monarch—a chief of the sea.” 


And to cast off his weight of transgressions and sin, 
That the spirit unfettered may then follow Him, 

And be borne through the waves to a blissful domain, 
Which, without his assistance, none ever attain. 





Home and its Queen.—There is probably not 
an unperverted man or woman living who 
does not feel that the sweetest consolations 
and best rewards of life are found in the loves 
and delights of home. There are very few 
who do not feel themselves indebted to the in- 
fluences that clustered around their cradles 
for whatever good there may be in their 
characters and condition. Home, based upon 
Christian marriage is so evident an institu- 
tion of God, that a man must become profane 
before he can deny it. Wherever it is planted, 
there stands a bulwark of the state. Wher- 
ever it is pure and true to the Christian idea, 
there lives an institution conservative of all 
the nobler instincts of society. 

Of this realm woman is the queen. It 
takes its cue and hue from her. If she is in 
the best sense womanly—if she is true and 
tender, loving and heroic, patient and self- 
devoted, she consciously and unconsciously 
organizes and puts in operation a set of in- 
fluences that do more to mould the destiny of 
the nation than any man, uncrowned by the 
power of eloquence, can possibly effect. The 
men of the nation are what mothers make 
them, as a rule; and the voice that those men 
speak in the expression of power, is the voice 
of the woman who bore and bred them. There 
can be no substitute for this. There is no 


But ere it had finished, its proud course was done; 
And it sank, to where thousands before it had gone; 
No huge rock was needed—the haughty, the grand, 
Was foiled, and laid low, upon atoms of sand. 


And to all who come freely, though needy and poor, 
Their bread will He give them, their waters are sure ; 
That bread which the earth can’t withhold nor bestow, 
And that water, which nought that is earthly can know. 
I looked, but ’twas now on the Ocean of Time; 

A picture, how vast, how absorbing, sublime! 

And beheld those proud billows, the mighty of Fame, 
The nations, the kingdoms, that live but in name. 


And when storms thickly gather, and threat’ning the 
wave 

Their trust is in One who is mighty to save; 

And the young in His arms, and the weak on His breast, 

And these too, were crested with foam, and with spray,| Will He safely bear through to a mansion of rest. 

And proudly they sped on their billowy way ; 

But Time’s constant ebbings were changing the scene, 

And fresh drops were added, where others had been. 





City of Mexico.—This city lies in an irregu- 
larly-shaped basin, about 25 miles by 40, which 
is surrounded by mountains, Popocatapetl 
being one of them. The streams on the east 
of the mountains flow into the Atlantic ; those 
on the west into the Pacific. This basin being 
the crest of the whole country. The waters 
in this basin form a lake without an outlet, 
in which lake this city was originally built, 
the waters having since been forced out, so 
that now the lake is two miles away. 

The city of Mexico is supplied with its 
marketing to a great extent from gardens 
which border upon the chain of lakes con- 
necting with Lake Tezcuco. Most of these 
bodies of water are very shallow, and are 
covered almost entirely with a sedge of aqua- 
tic plants, through which canal-like water- 
ways are kept open. These curious canals, 
called by the Mexicans acolotes, are a feature 
of the lakes. The vegetation through which |other possible way in which the women of the 
they run is so thick that a slender canoe can |nation can organize their influence that will 
hardly be pushed through it. But for the|tell so ee on society and the State.— 
canals navigation would be impossible, and ' Scribner's Monthly. 


I looked, and the storm and the whirlwind were there; 
And the thunder’s deep voice rent the terrified air ; 
And billow on billow, were recklessly hurled, 

And strife and oppression seemed dark’ning the world. 


I turned from the picture, but sought it again ; 

I sought it, but scarce did a vestige remain, 

For Time’s restless current rolled hurriedly on, 

And thousands on thousands had vanished and gone. 


But not like the wave, that recedes from the shore, 

To mingle again with the strife and the roar, 

For though changeful and transient howe’er their so- 
journ, 

They had passed from its limits, and knew no return. 


But scarce could I miss them, for others were there, 

And the Earth looked as young, and the sky was as fair, 

And the present seemed all, for they recked not that 
they, 

With Time’s ceaseless current, must soon pass away. 


They witnessed its ebbings, they knew that it bore, 
At each heave of tts bosom, its drops to the shore; 
But these were but atoms, and other ones came 
And stood in their places, and all seemed the same, 
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For “The Friend” Jioins: “Ye are all the children of light, and 
“Be Sober, and Watch unto Prayer.” the children of the day . . . therefore . . . 

Intimately associated with the doctrine of| Watch and be sober.” ... “ Let us who are 
immediate salvation and of “ full forgiveness” |% the day, be sober, putting on the breastplate 
so properly alluded to and reprobated in an of faith and love ; and for an helmet the hope 
editorial in the 38th No. of the current vol. of }°f Salvation.” “ Now hope that is seen,” says 
«The Friend,” is the saying which we also|the same in another place, “is not hope; for 
not unfrequently hear of latter time, from |Wbat a man seeth, why doth he yet hope for?” 
some of the same advocates of the smooth and | From which we gather that whatever our at- 
easy-going religion of our day, that it does|tainments in grace may be, watchfulness with 
not become us, neither the Christianity we |S0lemness must be the clothing of our spirits. 
profess, to appear of sad countenance, or to| If, in the vicissitudes of the Lord’s year, 
manifest sorrow of heart; nor, in considera-|the time should ever again come when a mark 
tion of the awful assize that so surely awaits|i8 to be publicly set upon those “that sigh 
us, need we to walk mournfully before the and that cry for all the abominations that be 
Lord of hosts ; notwithstanding it is declared |done ;” and, beginning at His sanctuary, all 
of the great Pattern of every virtue, that he|those who have not said mark are to be cut 
was “despised and rejected of men,” “a man |Of, it is well for us to ponder the paths of our 
of sorrows and acquainted with grief;” and |feet, and to see to the example we are setting, 
that “it is enough for the servant to be as his|the precepts we are inculcating, and the prac- 
master ; whose whole life on earth was one of|tical influence we are exerting, and whether 
humiliation and suffering, being made perfect |OUr sighs and cries are indeed pleaded in the 
thereby—leaving us an example that we|@ars of the Lord of Sabaoth, lest in the day 
should follow His steps. Doubtless Christ|that fast maketh haste, we be not found 
gives to those who are grafted into him his|®mong those who have come “out of great 

ce, which passeth all understanding; but|tribulation,” and who have experienced “sal- 
So deslaved to his disciples, “In the world ye|Vation through sanctification of the Spirit,” 
shall have tribulation,” and each one of them |having a “good hope through grace.” Should 
has to fill up his portion of the suffering which |the camp once more be searched with the 
his Master left to be accomplished for the |Spitit of jadgment and with the spirit of burn- 
church’s sake. It is written of Nehemiah of ing, as the Most High declared he would 
old, that in view of the remnant that were left |Search Jerusalem with candles, great need 
of the captivity, who were “in great affliction| Would there be to heed the exhortation : 
and reproach,” he said unto the king “ Why |“ Every man to your tents, O Israel.” Time 
should not my countenance be sad, when the |#0d events are both fast pressing to a crisis; 
city, the place of my father’s sepulchres lieth |#04 the fiat may anon go forth, “Yet once 
waste, and the gates thereof are consumed |more I shake not the earth only, but also 
with fire?” The prophet Jeremiah, in his|heaven. And this word, yet once more, sig- 
lamentations over Jerusalem, thus soul-plain-|Mifieth the removing of those things that are 
tively records : “ The ways of Zion do mourn, |Shaken, as of things that are made, that those 
because none come to the solemn feasts; all|things which cannot be shaken may remain.” 
her gates are desolate; her priests sigh, her| But notwithstanding our humbling, reducing, 
virgins are afflicted, and she is in bitterness.”|80d proving time—full often foretold—may 
The prophet Zephanieh, in consideration of Come, so that our camp may be tested and 
the reduced condition of the church in his day, |tried like to the three hundred of Gideon, and 
writes in the name of the Lord: “I will gather |though these may be comparable to the “glean- 
them that are sorrowful for the solemn as-|ing grapes” and “the shaking of our olive 
sembly who are of thee,” &c. “1 will also leave |tree,” and my have to drink deep of the Sa- 
in the midst of thee an afflicted and poor peo-|Viour’s suffering cup, yet will He, who can 
ple, and they shall trast in the name of the|8ave by few as by many, cause these to know 
Lord.” These, in their measure, participated | His foundation to stand sure; He will make 
in the experience of George Fox,— them, as they in singleness of heart look unto 
Him to take root downward and to bear fruit 
upward to the praise and glory of His own 
excellent Name. 

We apprehend the reason for this easy- 
going faith is to be found in the want of in- 
wardness, or depth, in unfaithfulness in those 
who proclaim it. It may be that we have not, 
through submission to the chastenings and 
judgments of Heavenly Power, become bank- 
rupt enough in the spirit and maxims of the 
world, to recognize fully and unreservedly 
the self-denying religion of the gospel of 
Christ Jesus! It may be that “the best of the 
sheep and of the oxen” with king Agag, also 
—royalself—have been spared, notwithstand- 
ing the command to “utterly destroy,” has 
been unmistakably given! It may be, too, 
that the baptism of the Holy Ghost and of 
fire, designed to thoroughly cleanse the floor 
of the heart, has been some how or other 
passed from or avoided! It may be again 
that the depths of the valley of humiliation, 
and encourages them to go on still and resist}or the very bottom of Jordan has not been 
éven to blood, striving against sin. ‘To the!reached, since the stones brought up by some 

hessalonians, showing that the spiritual har-|in these days do not monument the might 
ness and watch may not be put off, he en-'hand of the Lord in drying up the waters till 



















































they had clean passed over! It may be that 
by the omission of the second letter in Shib- 
boleth, which the Ephramites of old “could 
not frame to pronounce,” some prove them- 
selves to be not wholly Friends as they pro- 
fess to be! One thing is certain, new views 
are being prominently put forth, evidencing 
too much room for the application of the verse: 
“No longer we talk of meek, patient endurance, 

Of low self-denial and watchful restraint : 
But of confident hope, and exulting assurance, 

And the triumphs that wait on the steps of the saint.” 


Assured we are, that true repentance is the 
work of godly sorrow for sin. And that the 
way out of this unto the perfection we are 
called to, as was the case with the children of 
Israel from Egypt to Canaan, is long, the 
travel hard, the enemies and difficulties many. 
But where the heart and affections are duly 
yielded to Divine Guidance, and we are en- 
gaged to seek the kingdom of God as a little 
child, the promise of the Lord to His people 
will be abundantly and refreshingly realized : 
“They shall come with weeping, and with 
supplications will I lead them: I will cause 
them to walk by the rivers of waters in a 
straight way, wherein they shall not stum- 
ble,” &e. 

We conclude with a precious testimony to 
the memory of her husband, by Mary Pening- 
ton: “ No likeness, or appearance, or taking 
sound of words, wouldst thou take up with, 
instead of him that was life indeed! O, the 
many years thou puttest thy mouth in the 
dust, and wentest softly, and hadst anguish 
of soul, weeping and groaning! Oh, who can 
tell the one half of the bitterness of thy soul. 
Thou wouldst not feed on that which was not 
bread from heaven! In this state I married 
thee, and my love was drawn to thee, because 
I found thou sawest the deceit of all nations, 
and was one that refused to be comforted by 
any thing that bad the appearance of religion 
—till He came to his temple, who is truth and 
no lie.” 





The Touchy Cows.—‘“I learned a lesson 
when I was a little girl,” says a lady. “One 
frosty morning I was looking out of the win- 
dow into my father’s farm-yard, where stood 
many cows, and oxen, and horses, waiting to 
drink. The cattle all stood very still and 
meek, till one of the cows, in attempting to 
turn round, happened to hit her next neighbor, 
whereupon the neighbor kicked and hit 
another. In five minutes the whole herd 
were kicking each other with great fury. 
My mother laughed and said: 

“*See what comes of kicking when you 
are hit.’ Just so, I have seen one cross word 
set a whole family by the ears on a frosty 
morning. Afterwards, if my brothers or my- 
self were a little irritable, she would say: 

‘ Take care my children, remember how the 
fight in the barn-yard began. Never return 
a kick for a bit, and you will save yourselves 
a great deal of trouble.’”— Exchange. 


“When the ‘Seed’ was oppressed, ’twas thy portion to 
pine,— 
When exalted, the cup of rejoicing was thine.” 


We can hardly understand how such newly- 
coined and novel precept can have any part 
in the religion of Him, who is represented as 
“pressed” by the transgressions of Israel, “ as 
a cart that is full of sheaves ;” and whose own 
holy utterance was, “ Blessed are they that 
mourn ;” whose disciples are represented as 
having “ wandered about in sheep skins and 
goat skins, being destitute, afflicted, torment- 
ed,” &c, And, saith the apostle Paul to the 
Corinthians, “ We both hunger and thirst, and 
are naked, and buffetted, and have no certain 
dwelling place ;” “we are made,” he continues, 
“as the filth of the earth, and are the offscour- 
ing of all things unto this day.” To the He- 
brews he exhorts: “Call to remembrance the 
former days, in which after ye were illami- 
nated, ye endured a great fight of afflictions ;” 





The word “Boston.” —A writer in Good News 
thus incidentally mentions the curious deriva- 
tion of the name Boston :—“ Lincolnshire, or 
Lindissey, as the land south of the Humber 
was formerly called, received the Gospel from 
Bishop Paulinas, in the 7th century. In the 
same century a monk, known as St. Botelph, 
or Botholp,—that is, Boat-help,—founded a 
church at a place called Y-ceanho. The town 
which grew up around it was called ‘ Botolph’s 
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Town,’ contracted into Bot-olphs-ton, Bot-os. 
ton, and finally Boston. It was from this 
town that John Cotton came to America, and 
gave the same name to the seaport in which 
he settled in Massachusetts. St. Botolpb, or 
Boat-help, is the patron saint of sailors, and 
the spire of his church supports, three hun- 
dred feet high in air, a lantern visible at sea 
for forty miles, thus both lighting the wor- 
shippers home from the stormy sea, and point- 
ing their way to the haven of rest.” 
For “The Friend.” 
Religious Revivals. 

During the course of our late Yearly Meet- 
ing, the subject of religious revivals, or the 
propagation of Friends’ doctrines, was repeat- 
edly brought to view. That the diffusion of 
our principles should seem for awhile sus- 
pended, while revivals are said to be taking 
place among other professors of the Chris- 
tian name, is indeed a matter worthy of seri- 
ous thoughtfulness. It hath been in the coun- 
sel of Divine wisdom throughout the ages 
of the church, to bring the human mind 
eventually to accept the Christian religion in 
its fulness and completeness. The Jewish 
dispensation was ordained for a season, until, 
in the process of time the ground of the heart 
was better prepared for the doctrines of the 
gospel. “The law made nothing perfect, but 
the bringing in of a better hope did, by which 
we draw nigh unto God.” Even those under 
that dispensation, who were prepared to love 
and serve the Lord, looked forward with 
longing desires to the ushering in of a period 
when the Divine will should be more fully 
unfolded. 

The epoch, memorable throughout all time, 
of the advent of the Messiah, was doubtless pe- 
culiarly fitted for the reception of his doc- 
trines. Irrespective of their effect in regulating 
the lives of the multitudes who then embraced 
them, and in assuring them, either though a 
peaceful death, or a martyr’s close, of a glori- 
ous immortality, we may trace the hand of 
God, in so firmly rooting his church during 
the first two centuries, that the storms which 
followed could not effect its extirpation. 
Dreary indeed as to the outward, must have 
been the condition of the pious few, who 
through those ages of darkness, could behold 
around them only a world lying in wicked- 
ness. Yet we may not question but that all 
these, if faithful to the end, were crowned 
with eternal life; that they were as dear to 
Him who careth for the sparrows, as those 
who were daily added to the church in the 
days of the apostles. Yetifany such attempt- 
ed to preach to their contemporaries “ the 
right way of the Lord,” history has not re- 
corded their success. 

The times of revival in faith and practice 
were reserved for an after period. It would 
appear to have required ages of faithful labor 
on the part of those more or less enlightened, 
so to break the chains of superstition, so to 
dispel the surrounding gloom, that the Truth 
could stand unveiled in its purity, and the 
human mind be left free to embrace it. 

Why was it, we may ask, that when Luther 
was enlightened to behold the anti-Christian 
tendencies of the church of Rome, he fell so 
far short in the great task allotted him. He 

ave little evidence of that sanctification of 
eart through which his impetuous spirit as 


THE FRIEND. 


significance of the language of our Lord, when 
he spoke of bis “ body and blood.” 

Whatever we may think of Luther, whose 
close acquaintance with the Spirit of Truth 
in bis earlier years should have led to more 
perfect fruits, we may not harshly judge the 
sincere among his disciples, who were faithful 
to what they had attained. 

Great advances were made by other pious 
minds in exemplifying by devoted lives, the 
true Christian doctrines, but who, neverthe- 
less, died in connection with the Roman 
church. But it was reserved for G. Fox and 
his cotemporaries, to revive in its complete- 
ness the spirituality of the gospel dispensa- 
tion. 

Others were enabled to lead exemplary 
lives, even while retaining the ceremonial or- 
dinances, but yielded more or less to the evil 
customs of the time. But Friends were con- 
spicuous for proclaiming that regeneration is 


head, disappointed that his once fruitful 
labors no longer gathered sheaves, down to 


the closing scenes of S. Fothergill, whose 
powerful gospel messages, however they may 
have comforted the hearts of believers, and 
have been the means of gathering a few stray 
wanderers to the heavenly fold, nevertheless 
failed of any general awakening, there is no 
instance on record of any particular revival 
among Friends. According to John Griffith 
and others, the discipline bad been relaxed, be. 
cause vitality had fainted, so that in many 
places in England, an outward organization 
could scarcely be maintained. 

It wasat this time, when the prospect among 
Friends was thus gloomy, there arose the 
preaching of Whitfield and Wesley, through 
the agency of which tens of thousands were 
awakenend and brought to amendment of 
life. 


What shall be said to all this? Were 


essential to religion, and all the array of| Friends, who were called to service in the last 


Christian virtues spoken of by the apostle, 
its necessary fruits. They taught the patient 
endurance of all the baptisms needful to purge 
our fallen nature, and a consequent willing- 
ness to fill any station in the church, re- 
quired by its Holy Head, whether the most 
exalted or the most humble. There was in- 
deed much preaching in those days, and there 
being a preparation in the hearts of the peo- 
ple, those who availingly embraced the truth 
soon numbered by multitudes. It was all the 
Lord’s work, wrought in his time and his own 
way. He gave the blessed increase, and 
whether then or now, it were simply vain to 
attempt an imitation. 


century, unfaithful to their trust, that other 
laborers must be called into the field on ac- 
count of the fruitlessness of their efforts ? 
The “circular Yearly Meetings,” the object 
of which appears to have been especially 
religious revival, were still held in various 
parts of England. The ministers who at- 
tended and there preached as they were 
qualified and called, were not wanting in 
spirituality and power, but those meetings 
were discontinued, doubtless for want of en- 
couragement to sustain them. 
Contemplating the progress of Wesleyan 
methodism, it certainly is cause of rejoicing 
that so many of our fellow creatures, sunk in 


The life of William Edmundson, extending| poverty, and perhaps in vice, should thus be 


throughout the period when the society was 
being gathered and organized, furnishes a 
lively illustration of the dealings of God with 
hischurch. Hisown mind having witnessed an 
antecedent preparation, was convinced by the 
preaching of James Naylor. Settling in 
Ireland, we find him with his wife and brother 
holding the only meeting of Friends in that 
part of the Island. A few others soon joined 
them. After which being called to the minis- 
try, he travelled with others from England, 
and records large convincements, and the 
settlement of meetings of Friends, in many 
places in that land. 

Bat it was his lot to live to see this 
career of propagation arrested. There were 
the same laborers still in the field, and together 
with others younger in the work, they still 
preached in the demonstration of the Spirit 
and of power. But we read of few convince- 
ments. The labors of those in the oversight 
of the flock seem chiefly to have been effective 
to establish discipline, recall the wandering, 
and strengthen one another’s hands in hold- 
ing that they had already attained. 

Among those who lived at a later period 
perhaps there was none who in power asa 
minister exceeded S. Fothergill. Yet even 





called to a sense of their high destiny, en- 
abled to live in “ peace” and die in assurance 
of hope. 

Can it be that in condescension to the edu- 
cation or the weakness of a class of our fellow 
men, our Lord has accepted a willing heart, 
though with but an obscured perception of the 
full light of gospel truth? Are we to suppose 
that the church was rolled backward against 
the advance of time, to accommodate a cer- 
tain condition of the human heart and under- 
standing? 

Would it have been warranted in Friends 
of that period to have modified their views 
and discipline, that some of the new converts 
might have swelled their ranks also? Let us 
be thankful that they did no such thing. 
They sufficiently realized the spirituality of 
the gospel dispensation, its entire independ- 
ence of ceremonies and a man-made ministry, 
to hand it down to the generations to come, 
with their added testimony to its efficacy 
and power, that Christ alone can redeem the 
soul from the world’s pollutions, and afford 
unfailing comfort and hope at the approach 
of death. 

There have appeared within the visible 
church in all ages, those who were brought 


he was constrained to say near the close of|to but a partial experience of Divine trath. 


life, to those among whom he had labored ; 
“But I have called and ye refused and no 
man regarded”—“ They have perverted the 
mercies bestowed, therefore will I take from 
them the delight of their eyes and the desire 
of their hearts, and remove my delegated 
shepherd by the arrow of death.” 

It may be worthy of remark that during 
the period, after faithful W. Edmundson, who 


Simon the sorcerer “believed and was bap- 
tized,” but while still quite unregenerate, as 
pired to act the part of an apostle. 

William Edmundson, during the period of 
his earlier spiritual conflicts, met with one 
who had been “ partially convinced,” had 
met with G. Fox and bad full unity with 
him, could talk freely of religion from assum- 
ed experience, but who nevertheless advised 


&® man, would have been held in complete|had been instrumental in eartier life in turn-|W. E. to cast aside the burden of his vonvic- 
subjection, nor did he perceive the spiritual'ing many to righteousness, had laid down his'tions, and be cheerful; advice which if follow: 
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ed, might have caused this pillar in the church|and its necessary result in distinguishing us it, held it just so inclined that it would not 
to have made shipwreck of faith. who have experienced it, from the world,|slide without further lifting. 

Who have walked with more seeming/should in view of all this, feel afresh the} As the fact was spread round, crew and 
assurance in religious life than the earlier] weight of our responsibility. Those who may| passengers crowded in and formed a solemn 
methodists, and judging from their “peace|be wavering should not discard our testi-| spectacle, with the coffin in the midst. There 
and joy,” in believing, we may not gainsay| monies, but strive more fervently to attain that| were men and women, who, holding the im- 
the reality of their religious attainments. sanctification of heart, which receives the|plements of their calling in their hands, too 

But yet whoever has experienced the lifejinscription of holiness unto the Lord, and the/rigidly to drop; some having climbed up on 
and power of Divine grace in its fulness, can-| whole man, including dress and address, will| boxes and railings, with coffee-pots, dishes, 
not but see that the grand purpose in bring-|be conformed thereto. boilers, kettles, &c., in their hands, gazing 
ing the church up out of the wilderness, “ fair down with tearful eyes on the last that was 
as the sun, clear as the moon—terrible (to to be seen of their comrade. The ship made 
sin) a8 an army with banners,” has not been a halt, the captain and crew, and most of the 
fulfilled in them. crowd stood with uncovered heads, while the 

Now in view of these things we may pro- physician read the Episcopal burial service. 
fitably reflect on the position, of some under When he came to the words, “ we commit the 
our Dame, new converts, and others who body unto the dust,” he said, “unto the deep,” 
count by large numbers in some parts of our and at that instant the four men on each 
country. We may respect their sincerity, side and the two holding the ropes on the 
and where there is sincerity, we must love upper deck, quickly tilted the plank and the 
them as fellow pilgrims in the “ highway of corpse and coffin slid heavily, feet foremost, 
holiness,” but in our most expansive sympa- into the embrace of two crested, high rising 
thy, we can but desire that some Priscilla surges, which, at that juncture seemed to ask 
and Aquila may “expound unto them the for their freight to the deep—deep ocean 
way of God more perfectly.” grave. The men all stood motionless, hold- 

We have often heard it stated by those ing the plank just as it was when the coffin 
engaged for the church’s welfure, that, did left it; and so remained till the service was 
Friends faithfully fulfil their high trust, they over: then all retired in a becoming manner. 
would be a means of gathering others into But it was soon evident that 
the society. This may be true, but the times “ As from the wing no trace the sky retains, 
and seasons are not at our command. The parted wave no furrow from the keel, 

The public mind seems now in a state So die in human hearts the thoughts of death.” 
peculiarly ungenial to the growth of the The instruction of this incident is in the 
seed of life. The greater simplicity and gentle dealings of our Heavenly Father pre- 
teachableness of other days, was more favora- paring the heart of the young man for the 
ble for the development of religion. A de- change, and that without priest, bishop, or 
gree of the same humble spirit of inquiry human counsellor. The importance of taking 
may prevail now in some parts of our iand. heed to these monitions is strikingly dis- 
Wherever it is found, and those in its posses- played in the shortness of the time allotted 
sion are enabled to experience a new birth in this instance for preparation. 
unto righteousness, in this there is cause for Y. WARNER. 
rejoicing. Steamship “Calabria,” 4th mo. 23d, 1873. 

But 1 there be such who, having experi- cones 
enced a change of heart, think they still find 
freedom to dress and speak as the world, let 
no one conclude therefore, that Friends’ testi- 
monies on these points have passed away. 
These may not be the first things presented 
tothe awakened mind, but surely as the ad- 
vancing sun brings on the perfect day, so 
surely, if faithfulness be observed, will such, 
under the full light of the religion of Christ 
as held by Friends, be led to adopt the 
plainness of language and apparel that dis- 
— a true Friend from the world around 
im. 

In the diary of John Barclay as published 
in Friends’ library, we find that for several 









































































Detraction.—St. John Chrysostom advises 
us to give to detractors the following waro- 
ing: “Have you anything good to say of 
your brother? I am ready to listen to you, 
my heart is open to receive your communica- 
tion with gladness. If it be anything bad, 
my ears are shut against you ; they refuse to 
be sullied. What profit am | to derive from 
hearing that some one has behaved badly ? 
I was ignorant of it, and you telling me of it 
can only make me sad. Why should you 
not speak to him? Let us meddle in our 
own business only ; we have quite enough to 
give an account of our own thoughts, words, 
deeds, and omission; let us bring that rest- 
less curiosity and scrupulous examination 
to bear on our own conduct instead of setting 
up ourselves as censors of others, and spend- 
ing so much valuable time scrutinizing and 
divining into the deepest recesses of other 
people’s hearts.” 

For “The Friend.” 
A Burial at Sea. 

About 11 o’clock the room-steward said to 
me, “the dear fellow is dying: I think he 
won't live till twelve.” I went to his room and 
found it so: he died a little before twelve. 
Here, 900 miles out, was a lone steward boy, 
21 years old, taken with a few days’ sickness; 
but cared for wonderfully, and in a way that 
no human priest or bishop could have done. 
Without counsellor or friend, beside his mess- 
mate, his mind was gently and sweetly led to 
contemplate the reality which was so soon to 
overtake him. This is the history of the 
Lord’s mercy towards him. He had a com- 
mon cough some time. A few days before 
the “Calabria” sailed, his messmate noticed 
him coughing and weeping on the deck of the 
ship. He said, “I think I shall not get well.” 
His mate told me, in his expressive simple 
way, how his sick friend turned to bis Saviour; 
how he sought retirement; and how he prayed. 
And then how they “talked religion one to 
another.” And how, yesterday, he watched 
him: and watched him all night: how, this 
years, his entries which show a remarkable|™orning, he helped him out of bed, and sat by 
depth of religious feeling, are made with cus-)him an hour: how he told of his sure hope ; 
tomary names of the months. During all this|8#id he “was ready,” and “saw them waiting 
period he still dressed (it would appear) as|for him.” How at last he wet his lips, when 
formerly, and used a language like others ;|b¢ laid back and said, “{ am going,”—and 
but at length we find him making such an| ied: died in the faith of the lord Jesus. By 
entry as this; “That form of dress from|Wbat means was this? Divine grace opera- 
which my forefathers have departed, from in-| ting on his heart, and, as he took heed to its 
sufficient reasons and improper motives, to] Warnings, the Saviour proving Himself a God 
that I must return.” This conclusion is re-|Digh at hand to redeem him. ‘They laid his 
corded after repeated allusions to his feel-|body out, placed it in a perforated coffin, the 
ings on that account. He had for some time| foot end of which was heavily loaded with 
been impressed with it as a requisition in|itom. Six o’clock was fixed for the burial: 
prospect, but he was careful that his heart| ut it was not much talked about: no formal 
might be made clean, before adopting an ex-|0tice given. About that time the coffin was 
terior, then become singular, that would pro-| Placed on a plank inclined to the edge of the 
claim him a professed follower of Christ, and|Sbip, at the open gangway. The upper end 


The Persimmon.—In Japan, says an ex- 
change, this fruit is, unexceptionably, the 
finest and most valued of fruits. The people 
use it as freely as we do the peach, and in 
almost as great a variety of ways. At all 
seasons of the year they may be bought, pre- 
served in the same manner as Smyrna figs, 
and looking not unlike them, and everywhere 
enter largely into the domestic economy, as 
well as internal commerce of the people. It 
has been crossed and grafted in and recrossed 
until it is to Japan what the apple is to 
America; and in its season, is incomparably 
the best and most useful fruit in that country. 
We have seen the fruit, in bearing, as large 
as ordinary oranges; the variety, too, is re- 
markable, though buat two varieties, to us, 
seem specially desirable for cultivation here. 
The first is a large, round-shaped fruit like an 
old-fashioned Rhode Island Greening apple,— 
bard fleshed, and is mostly eaten as one eats 
an apple, having many of its characteristics. 
Its color is rich golden, and the meat juicy, 
vinous, and firm. It ripens in November and 
keeps well until March. We have seen them 
three to four inches in diameter, and we think 
it in all respects a most delicate and splendid 
fruit, very desirable to introduce into Georgia, 
South Carolina, Florida, and part of Alabama, 
Mississippi, and Texas. The second variety 
is more oblong than round, resembling in its 
shape a minnie rifle ball. This is of a deeper, 


convinced of the truth as a Friend. of the plank was roped, and held by two men| darker shade than the other; soft, sweet, and 
We who, as Friends, hold to the doctrine |on the upper, deck ; while four men on each) custard-like, and is usually eaten with a spoon, 
of the heart-changing effect of regeneration, 


side the plank, with the coffin resting upon!as one eats a custard. These we have fre. 
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quently seen as large as an ordinary sized | _ A Carlist conspiracy for the overthrow of the Repub- 


tea-cup, Say two to two and a half inches in 
diameter. This frait ripens the last two 
weeks in October, and is the variety mostly 
dried and prepared like figs for the market. 
It is a delicate fruit, and very much liked by 
those who are fond of sweet fraits. It keeps 
until Christmas. 


Witty sayings are as easily lost as the 
pearls slipping off a broken string; but a 
word of kindness is seldom spoken in vain. 
It is the seed which, even when dropped by 
chance, springs up a flower. 
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FIFTH MONTH 24, 1873. 


SUMMARY OF EVENTS. 


ForEIGn.— Dispatches from Tiflis confirm the report- 
ed fall of Khiva. It was taken by the Russians, who 
sustained only a slight loss. The khan has been cap- 
tured. The annexation of Bokharaand Khokan as well 
as Khiva, is spoken of at St. Petersburg as probable. 
The Russian press represents that Turkey is tottering 
with misgovernment, and predict that the time is com- 
ing when Russia will be able to vindicate her interests. 

Vienna dispatches state that stormy weather and a 
violent gale had interfered with the success of the great 
Exhibition. The glass on one side of the building was 
broken, torrents of rain poured through the openings, 
and goods were much damaged. The grounds around 
the building had become a morass of mud. Schultz, 
the newly appointed Commissioner of the United States 
in place of Van Buren, had reached Vienna. Goods 
from the United States were arriving rapidly, and it 
was expected the American department would be ready 
by the 10th of Sixth month. It is stated that investi- 
gation into the charges against the suspended American 
Commissioners, fully sustain the charges of bribery. It 
was also brought to light that $30,000 were expended 
on the roof of the sewing machine department, when its 
actual cost was not more than one-tenth of that sum. 
The late commissioners had nearly expended all the 
money appropriated by Congress. Commissioner Van 
Buren earnestly asserts his innocence. 


A Khartoom dispatch of the 12th says, a letter was | 


received here to-day from Sir Samuel Baker, on the 
White Nile. He reports that all is well; that passage 
through to the end was effected with great difficulty, 
and that he hopes the obstruction will be entirely re- 
moved during the present summer. 

The British Foreign Office has received dispatches 
from Baker, dated Third mo. 15th, stating that Lady 
Baker and himself were in good health, and that rein- 
forcements had reached him. 

The cable between Madras and Penang is interrupted, 
and telegraphic communication with Penang, Singa- 
pore, and Australia, must for the present be made via 
Japan and China, or the Russian Siberian route. 

The managers of the Cunard line of steamers have 
decided to adopt the Lane route across the Atlantic for 
their ships, to avoid collisions. 

On the 13th inst. the Pope completed his 81st year. 
It is said that his health is somewhat improved. The 
Italian Chamber of Deputies has approved the first 
clause of the bill suppressing religious bodies in Rome, 
by a vote of 385 against 13. The second clause, with 
an amendment granting the Pope 400,000 lire annually 
for the maintenance of the generals of orders, was 
adopted by a vote of 220 against 193. 

The Carlist journal published in Perpignan, France, 
announces that Don Carlos entered the Spanish province 
of Navarre on the 14th inst., and took command of an 
army of 15,000 men. It is also stated in the same paper 
that he has concluded loans to the amount of $50,000,- 
000, with English bankers. Intelligence had reached 
Perpignan of the total defeat in Arragon of the Spanish 
troops under Moreno by a Carlist force commanded by 
General Tristany. The Carlist General Dorregary, in 
his official report of the battle at Eraul the 5th inst., 
claims a decisive victory, and says the Republicans lost 
112 men killed, 300 wounded, and 36 taken prisoners, 
and the Carlists only 18 killed and37 wounded. Mataro, 
a maratime city 15 miles from Barcelona, has been 
taken by the Carlists. 


lic has been discovered in Madrid. 

The voting throughout Spain for delegates to the 
Constituent Cortes, resulted in the election of 310 Min- 
isterial Federalists, 30 extreme Radicals, 8 Internation- 
alists, 10 Independent Republicans, and 30 Monarchists. 

The Ministers have agreed upon an electoral bill for 
the island of Cuba, to be submitted to the Constituent 
Cortes. All voters must be 25 years of age. 

Changes have occurred in the French Ministry. 


'Goulard, Minister of the Interior, and Jules Simon, 


| Minister of Public Instruction, have resigned because 
it was incompatible with their views for them to serve 
jin the same Cabinet. President Thiers accepted the 


the Interior, and Waddington, Minister of Public In- 
struction. He also changed the Ministers of Public 
Worship and Public Works, appointing Fourton to the 
first named office and Beranger to the latter. The other 
ministers are unchanged. 

The Monarchists express great dissatisfaction with 
the appointment of Perier. 

The programme of the new ministry is to reorganize 
the Republic by the enactment of conservative laws, and 
wholly reject radical plans. 

A Berlin dispatch says: The German government 
has resolved to expel the Redemptorists, Lazarists, the 
congregations of the Holy Ghost and Sacred Heart, and 
the occupants of the close convents, from the country 
within the coming month. 

Bierstadt, and others of the Oriental Topographical 
Corps, who left New York a few weeks ago to make 
explorations and sketches in the Bible lands, are ac- 
tively engaged atthe Pyramids, Memphis and the Lower 
Nile, taking photographic views and making scientific 
observations. 

The Shah of Persia will, it is expected, soon arrive 





his Cabinet and their wives, It is estimated the ex- 
pense of his European tour will be five millions sterl- 
ing. 

A terrible conflagration occurred at Osaka, Japan, on 
the 9th of Third month, in which many lives were lost. 
The flames raged all one day and night. Two violent 
earthquake shocks took place at the same place three 
days after. The action of the government in repealing 
the edicts against Christianity has caused rebellions in 
two provinces; but is was not doubted that the insur- 
gents will be put down. 

An explosion occurred the 13th inst. in the Drum- 
mond colliery, Pictou county, N. S., causing the death 
of many miners. The number of victims will probably 
reach seventy-five. The mine caught fire from a blast 
of gun-powder and the explosion soon followed. 

Snow fell in the north of England on the 18th inst. 

London, 5th mo. 19th.—Consols 933. U. S. sixes, 
1867, 933; five per cents, 88}. 

Liverpool.— Uplands cotton, 8id.; Orleans, 9d. 
Sales of.the day 10,000 bales. 

At the meeting of the French National Assembly on 
the 19th, Dufaure, Minister of Justice, submitted con- 
stitutional bills organizing the public powers and pro- 
viding for the establishment of a second Chamber. The 
Conservatives demanded an explanation from the gov- 
ernment of the recent changes in the Ministry, and in- 
sist that the Cabinet shall be thoroughly conservative. 
The two parties seem to be nearly balanced in the As- 
sembly. 

Unitep States.— Miscellaneous.—The interments in 
Philadelphia last week numbered 330, including 99 
children under two years. There were 60 deaths of 
consumption, 20 debility, 14 scarlet fever, 12 disease of 
the heart. 

The canals of New York were opened for navigation 
on the 15th inst. 

There are at present all over the world, about 130,000 
miles of railway, whereof 68,000, or more than one-half, 
are in the United States. 

Mortality in New York last week 561. Seven thou- 
sand eight hundred and fifty-two immigrants landed at 
Castle Garden, New York, on the 19th inst. 

The Caribou silver mine of Colorado has been sold to 
the Nederland Mining Company, composed of capital- 
ists from Holland, for $3,000,000. 

The survey for the Darien inter-oceanic ship canal, 
has demonstrated that the level of the waters of both 
the Pacific ocean and the Caribbean sea are the same. 
It had been a popular fallacy that the waters of the 
Atlantic are higher than that on the Pacific side. 

By a law of Congress passed at the last session, the 





missions to the several States of Central America are to 
be vacated on the 30th of next month, and one minister 
only is to be accredited to all of them. For this posi- 
tion the President has appointed George Williamson, 


lof Louisiana. The present ministers at Guatemala, 
| Honduras, Nicarauga, Salvador and Costa Rica all re- 
tire. 
| The Markets, &c.—The following were the quotations 
‘on the 19th inst. New York—American gold, 117}, 
U.S. sixes, 1881, 121}; ditto, 1868, 118§ ; new five per 
‘cents, 1143. Superfine flour, $6.30 a $6.50 ; State extra, 
$7.30 a $7.55; finer brands, $7.75 a$12. White Canada 
wheat, $2.05 ; No. 2 Chicago spring wheat, $1.65; No, 
3 do., $1.56 a $1.58. State barley, 95 cts. Oats, 49 a 
|57 cts. Rye, 96 a 97 cts. Western yellow corn, 64a 
| 644 cts.; mixed, 63 a 64 cts. Carolina rice, 7} a 8} cts, 
Refined sugar, 11 a 11} cts.; Cuba raw, 7} a 9} cts, 
Philadelphia.—Middling cotton, uplands and New Or- 


resignations and appointed Casimir Perrier, Minister of| leans, 193 a 204 cts. Refined petroleum, for export, 


19} a 19} cts. Cuba sugar, 7} a 8 cts. Superfine flour, 
$4.75 a $5.50; extras, $6 a $6.75; finer brands, $7 a 
$11.50. Amber wheat, $2 a $2.05; western red, $1.95 
a $1.98; amber spring, $1.82 a $1.85. Rye, 93495 
cts. Corn, 64a 644 cts. Oats, 47 a 51 cts. Smoked 
hams, 14 a 16 cts. Lard, 9} cts. About 3100 beef 
cattle sold at 7}.a 8 cts. per lb. gross for choice and extra; 
6 a7 cts. for fair to good, and common 43 a 54 cts, 
Sales of 9000 sheep at 6 a 8 cts. per lb. gross for wooled, 
and 5 a 6} cts. for clipped. Corn fed hogs sold at $8 4 
$8.50 per 100 Ibs. net. Receipts 5000 head. Chicago, 
—No. 2 spring wheat, $1.33; No. 3 do., $1.23. No, 2 
mixed corn, 39% cts. No. 2 oats, 32 cts. No. 2 rye, 
70 cts. Lard, 89-10 cts. St. Louis.—No. 2 winter red 
wheat, $1.80; No. 3 do., $1.62 a $1.65; choice spring, 
$1.40 a $1.45. No. 2 mixed corn, 38 cts. No. 2 oats, 
36 a 37 cts. Baltimore.—Choice white wheat, $2.15; 
fair to prime do., $1.85 a $2.05; good to prime red, 
$1.85 a $2; western red, $1.75 a $1.90. Yellow corn, 
64 cts.; Southern white, 69 cts. Oats, 49 a 55 cts, 
Cincinnati.—Family flour, $7.75 a $8. Wheat, $1.70 
a $1.73. Corn, 49 a 50 cts. Rye, 83 cts. Oats, 40a 


at Vienna. He is accompanied by all the members of] 49 cts. Lard, 8} a 9 cts. 


THE INSTITUTE FOR COLORED YOUTH. 
The Annual Meeting will be held in the Committee- 
room of Arch Street Meeting-house, on Third-day, 5th 
mo. 27th, 1873, at 3 o’clock, P. M. 
Wo. Evans, Secretary. 
Phila. 5th mo. 1873. 


FRIENDS’ SELECT SCHOOLS. 


Wanted, a Teacher in the Girls’ School on Seventh 
street. Application may be made to 
Thomas Lippincott, 920 Franklin St. 
Geo. J. Scattergood, 413 Spruce St. 
Rebecca S. Allen, 335 South Fifth St. 
Martha D. Allen, 528 Pine St. 


FRIENDS’ BOARDING.SCHOOL FOR INDIAN 
CHILDREN, TUNESASSA, NEW YORK. 

A Friend and his wife are wanted to take charge of 
this Institution, and to manage the farm connected with 
it. Application may be made to 

Ebenezer Worth, Marshallton, Chester Co., Pa. 

Joseph Scattergood, 413 Spruce St., Philada. 

Aaron Sharpless, Street Road P. O., Chester 
Co., Pa. 

Thomas Wistar, Fox Chase P. O., Philada. 


FRIENDS’ ASYLUM FOR THE INSANE. 


Near Frankford, (Twenty-third Ward,) Philadelphia. 

Physician and Superintendent—Josuua H. WortTH- 
InGTON, M. D. 

Applications for the Admission of Patients may be 
made to the Superintendent, or to any of the Board of 
Managers. 

Diep, at the residence of Jacob H. Mendenhall, at 
West Grove, Pa., 28th of First month, 1873, NicHoLas 
NEWLIN, Sr., in the 93d year of his age, a member of 
Kennett Monthly Meeting. 

——, at West Grove, after a short illness, 11th of 
Third month, 1873, HANNAH W. MENDENHALL, wife 
of Jacob H. Mendenhall, in the 54th year of her age, @ 
member of Kennett Monthly Meeting. 

, on the 12th inst., after a lingering illness, which 
she bore with Christian fortitude, ELizAnerH Faw- 
CETT, relict of Wm. F. Fawcett, deceased, in the 68th 
year of her age, a much esteemed elder and member of 
Salem Monthly Meeting, Ohio. She was zealous for 
the support of the principles and testimonies of Friends 
in their ancient purity and simplicity. She quietly and 
peacefully passed away, leaving her relations and friends 
the assurance that her end was peace. 


‘WILLIAM H. PILE, PRINTER. 
No. 422 Walnut Street. 





